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Shortages of Equipment 


25X1X,, DEE ti dismantling of plants in Germany and their removal to the 
USSR will somevhat relieve the existing shortage of small, medium, ang large 
machine tools for plants of haavy machine construction in the Soviet Union. 
Since Germany has never been able to supply the Soviet Union with the 
required nusiber of large lathes, however, this shortage rill remain unless 
satisfied by the United States or Great Uritain. Even though a large 
vartion of the heavy machine production of the Boviet Zone of Germany, 
consisting mainly of small and medium lathes, is shipped to the USSR, the 
Soviet Union has difficulty obtaining the necessary number of large gear 
cutting lathes. ee 


Shortages of Mannower 


°5X1%, EEN there is an acute shortage of skilled manpower in the 
USSR. This situation is aggravated by the tendency to build plants in 


ee 


remote areas where nutbive mancower, unskilled and unfamiliar with machinery,” tee 
must be used. 


Industrial Gapacity 


3.. Attached is a tuble of the comparative industrial capacity of plants of the weg .. 
‘Einistry of Weavy iinchine Construction, expressed in percentage figures, ~ ® 
taking the pre-war NKNZ (Novo Kramatorski Zavod Tyazhelogo Mashinostroyenia 
iment Lenina) as a 100% unit. Source states that although these figures 
are rough estimates, compiled from his memory, taking the NKMZ ag it was in 
1941 (without its special war production shops #6 and #7 and the heat 
treatment shop on which he has no information) as a 100% unit, the attached 
table with only a slight vossible fluctuation ean probably be used to 
$llustrite the comparative industrial caprcities of these slants in 1950. 


bttachment: Table of Compirative Industrial Capacity of Plonts of the 
EAS UR oa f ‘ v +s) : 
Ministry of Heavy Machine Construction 


teal [Nav NSRG [“pistrigurion | Lt 
ee rf ee |~ ; ee 
aniny 7) ae =e aaa el eases Ph 


Y 


Approved For Release 2001/03/06 : CIA-RDP82-00457R008000830006-0 


